PA RT IV 
Private Advertisements and Miscellaneous 

Notifications 


LEGAL METROLOGY DEPA RTMENT 


NOTIFICATION 


Thiruvananthapuram 
Taluk 


NO . B1 -3595 /2009 . 


5 Sri S . Sivakumaran Nair , 

St . Inspector , 
Thiruvananthapuram 


9th July 2009 . 


6 


Sri P . K . Babu , 

Sr . Inspector 
Ernakulam 


Ernakulam 
District 


(V . T ), 


7 


Kanayannoor Taluk 


Sri J. C . Jeeson , 

Sr . Inspector , Emakulam 


In exercise of powers conferred by Sub - section B) 
of Section 5 of the Standards of W eights and Measures 
( Enforcement ) Act , 1985 , the Controller of Legal 
Metrology , Kerala hereby defines the local limits of the 
persons appointed under Sub -section (1) of Section 5 of 
the said Act to exercise his powers and discharge the 
dities conferred or imposed on him by or under this Act 
and Standards Act , 1975 within the area mentioned against 
their names in column (3 ) in addition to their original 
jurisdiction mentioned in column (2 ) of the Schedule 
from the date of assumption of charge until further 
notification . 

SCHEDULE 


Thrissur Taluk 


Palakkad Taluk 


8 Si T . K . Mohandas , 

St . Inspector , Thrissur 
9 Sri P . Ramasundaran , 

St . Inspector , Palakkad 
10 Sri Shahul Hameed , 

St . Inspector , Malappuram 


Malappuram Taluk 


Sl. No. 


Name and Address 


Original Jurisdiction 


Kozhikode Taluk 


of 


11 Sri P . Prakash , 

Sr . Inspector , Kozhikode 
12 Sri C . K . Sreenivasan , 

Sr . Inspector (Auto ) , 
Kozhikode 

Kozhikode 


ato 


Kollam Taluk 


1 Sri S. Ramachandran Pillai, 

Sr . Inspector , Kollam 


Verification 
meters in 


2 


Kozhencherry Taluk 


Corporation 


Sri M . R . Sreekumar , 

Sr . Inspector , Pathanamthitta 


13 


Vythiri Taluk 


Ambalapuzha Taluk 


3 Sri M . S . Umasankar , 

Sr . Inspector , Alappuzha 


Sii V . Sasi , 

St . Inspector , Wayanad 
Sri K. V . Saseendran , 

Sr . Inspector , Kamn 


14 


Kamur Taluk 


4 


Kottayam Taluk 


Sris. A Abdul Faizal , 

Sr . Inspector , Kottayam 


Office of the 
Controller of Legal Metrology , 
Vikas Bhavan , 
Thiruvananthapuram . 


(Solo) 
Controller (IM ) . 


